pa Q c 


Company Name: 
Company Address: 
City/State/Zip Code: 
Phone Number: 


WAWSA Transmission Line Permit Request Agreement 

haJtjrAr^ CUms , Z-i-C 


-j i n/) Wjss.. MSZ 

^J^ grnLL MA ££B Q^. 


n ot- ? . qn ■ 


Fax Number: 


Name and phone number of person(s) coordinating program for your company: 


Name 




Phone Number ( if different ) 

Z2g£ 


Once the permit request has been transmitted, IT IS THE RESPONSIBILITY TO READ AND VERIFY THE 
ACCURACY OF EACH PERMIT REQUEST. Contact the WAWSA office immediately if there are any changes. The 
applicant acknowledges receipt of the WAWSA Line Crossing Request Policies and Procedures and agrees to comply 
with those conditions. 



Name: 

Signature: 
Tunneling( Y/N ) 


Qjpri) 


Type Of Work (U mAl oil pLftdincj 


C^OKo 


Depth 



Work being done for 

County 

Address 

Nearest Cross Street 


William s City,pla “ W;Hi .sVnn 

street -fHahw/ru 1 

5 W Sf NW u 


Location of Work 


Remarks 


Township 


JS £ 1 


Range 


/n/ w 


Quarter 


1 


r.. J5 L 


h/W 



For use by WAWSA 
Approved/ Denied: 


Date: 

Work to Start On: 


Locate Sc Witness Contact information 

*^ ame: Phone Number: 

Witness Signoff: Date: 




Company Name: 
Company Address: 
City/State/Zip Code: 
Phone Number: 


WAWSA Transmission Line Permit Request Agreement 

h&takj2Q&^s. ■ llc 

JUS wijss M/e^ 

K tsmdrcJclVb srzrd 3 

W. - Fax Number: 


Name and phone number of person(s) coordinating program for your company: 


Name 


c 




Phone Number ( if different ) 


Once the permit request has been transmitted, IT IS THE RESPONSIBILITY TO READ AND VERIFY THE 
ACCURACY OF EACH PERMIT REQUEST. Contact the WAWSA office immediately if there are any changes. The 
applicant acknowledges receipt of the WAWSA Line Crossing Request Policies and Procedures and agrees to comply 
with those conditions. 



Work being done for 

Count y Cdy/Piace op , 

Address Street tfprik of) tM' 2 00 

Nearest Cross Street ) t 
Location of Work 


Remarks 


Township 




Range 


32 


Quarter 


Bt ziL 

SWW 


For use by WAWSA 
Approved/ Denied: 



T)ate: 

Work to Start On. 


Locate & Witness Contact information 

^ ame; ___ Phone Number: 

Witness Signoff: Date: 




WAWSA Transmission Line Permit Request Agreement 


Company Name; hajcfrh^ (XMgss , LLC, 


Company Address: 

ijm vm£$ M&j 


City/State/Zip Code: 



Phone Number: 

jfOf* Fax Number: 



Name and phone number of person(s) coordinating program for your company: 


Name 


Phone Number ( if different ) 

i * Ida „ 


une L 

H lit 'B 0 


Once the permit request has been transmitted, IT IS THE RESPONSIBILITY TO READ AND VERIFY THE 
ACCURACY OF EACH PERMIT REQUEST. Contact the WAWSA office immediately if there are any changes. The 
applicant acknowledges receipt of the WAWSA Line Crossing Request Policies and Procedures and agrees to comply 
with those conditions. 


Name: Date; (Ifni dS, Milo 


Signature: 

Tunneling( Y/N ) ^ 

Boring (^/N ) 

/■ 

Depth S* 

Type Of Work 

(trade oil pu^.Lum. j 


Work being done for 

1 


County 

/Yk> .tenue > Ci,>,/Place 

flor-fk ^ OtleMQrdejr 

Address 

Street 

UQ ?<" 

Nearest Cross Street 

hf0r4k of (fb ddhw&u 2 60 

Location of Work 




Remarks 


Township 


zszz Range ~JEL 




Name; 

Witness SignolT; 


Phone Number: 
Date: 





I 


TO: 


Williams Rural Water District 
PO Box 1285 
5091 142 nd Ave NW 
Williston, ND 58801 

Phone: 701-774-8915 Fax: 701-774-9708 
wrwa@nemont.net 

(Xwess, LLC Date: Ofdl 2£ •o.ML 
1 too Weiss. (M , 

Ri.srmrd:. Kf\ 


CROSSING PERMIT 


Line 


)£i 'I i ante 


One Call Ticket #: 

Location — be specific :_ \A/£<ri -_S\&£, 



Date of Crossing; 

lis 'L 


County, ND 


To Whom It May Concern: 

Your company has asked Williams Rural Water District (“District”) for permission to cross its water pipeline 
and right of way with another structure or facility (“Structure”) at a location or locations as described above and 
as shown on the attached one call schedule. 

The District serves the public interest by operating its water pipeline for transporting treated water, under 
pressure. Damage to or breakage of the pipeline may result in injury to persons and damage to property. This is 
cause for constant concern on your part. Your business is also in the public interest, and we desire to cooperate 
with you, requesting your help in using your knowledge and experience to prevent damage to the pipeline. The 
District consents to your crossing in consideration of your agreement, and subject to the following conditions: 

1 . Before commencing work on said Structure, you shall provide 2-M (tope/hours written notice and consult 
with the District to discuss any issues associated with the crossing, and so that the District may have a 
representative present during the performance of the work. 

2. You agree to pay for any modifications to the District pipeline which may be required (e.g. lowering, 
concrete caps, etc.). You further agree to pay for all damage to District property and to indemnify, protect 
and save the District harmless from any and all claims, demands, actions, and causes of action of 

i whatsoever kind, for damage to or loss or destruction of property, loss of water, or for damage to or death of 
persons, caused by, or growing out of, or arising in connection with the construction, use, maintenance, 
removal or presence of the Structure, including indemnifying the District for any contamination, any clean- 
up or any environmental claims or actions resulting from your activities. 


3 Work done by or for you shall be performed in a workmanlike manner in accordance with good engineering 
standards, due regard being given to the nature and puipose of the District’s pipeline. You shall install such 
safety devices, and shall take such safety, protective, and precautionary measures, including protective 
devices, as required by governmental authority, or as the District shall reasonably require to protect the 
District s property and for the safety and protection of persons and property. You must comply with all 
laws according to the ND Century Code 49.23-06. 

4. If you install said Structure above the District’s pipeline, whether above or below the surface of the ground, 
and if in connection with the District’s operations it becomes necessary for such Structure to be moved, 
relocated, raised or lowered, then upon written request of the District, you shall promptly cause such work 
to be done at your sole expense, it being understood that the District shall make reasonable effort to carry on 
its operations in such manner as to obviate any such request. 

5. Trenches exposing the water pipeline can expose a maximum of 5 feet unless otherwise approved by the 
District. All crossings must be at a 90 degree angle unless otherwise approved by the District. A 
representative of the District must be present during digging and burying of pipe. If bedding is disturbed, 
the water pipeline must be sand bedded when buried. The water pipeline may only be exposed for a 
maximum of 48 hours (less if weather requires) unless otherwise approved by the District. All crossings 
must be a minimum of 2 feet below the water pipeline unless otherwise approved by the District. Work 
requiring attendance by District personnel supervision must be performed during normal working hours, 
Monday through Friday, 8 am to 5 pm or you will be billed hourly for District personnel to be on site with a 
minimum of 2 hours. No weekend or holiday work will be allowed without prior approval. 

6. Your company is liable for any representation that is misleading, proves to be untrue or is not fulfilled 

7. Any exceptions to any of the above conditions must be in writing and approved by the District. 

6 If the District’s lines are cut, all repairs will be paid for by the company and the water will be restored to the 
customers as soon as possible. If payments are not made, the District will pursue legal action. 

This is not a grant from the District to you of an easement or permission to enter said land. You must obtain 
such authority from the landowner. The purpose of this Crossing Permit is to witness the District’s consent to 
the Structure insofar as prior rights of the District are concerned. 

This Crossing Permit is submitted in duplicate. Please witness your agreement hereto by signing in the space 
provided below, and be a returning a Tilly signed copy to Williams Rural Water District. 

WILLIAMS RURAL WATER DISTRICT: 





Address: 


Address' ) ^ QO (VI * , n , -U^-vs. 


) 


By: 


Phone #: 



Attache d to and ma de part of Pipelin e Cro ssing Permit F orm 


CROSSING PERMIT SCHEDULE 

Crossing Party: h&hdok Qk C£gs LLC , 

Type of Structure: fill pipp!iJn-P, 

Location of Crossing in Section: Township: / CT A" County: 

North Dakota. 

(Attach copy of One Call Ticket) 

Date of Crossing: 

Between Mile Posts: & of Section: 

Township /^5~ North, Range Jm West 


Map of location crossing MUST be attached. No Exceptions. 








Williams Rural Water District 
PO Box 1285 
5091 142 nd Ave NW 
Williston, ND 58801 

Phone: 701-774-8915 Fax: 701-774-9708 
wrwa@nemont.net 

TO: l~L~ C-j Date;_ flpril 25,20!U> 

lioo W> iss Qv.gj 

13>i?')Y)afrJc. h)h 5&S~0k 


CROSSING PERMIT 


Line 




County, ND 


One Call Ticket #:_ 

Location - be specific: S 0 Urkhsid/^j 



Date of Crossing: 

(loun-kj 'J?gjxdL4± 7 



To Whom It May Coacem: 

Your company has asked Williams Rural Water District (“District”) for permission to cross its water pipeline 
and right of way with another structure or facility (“Structure”) at a location or locations as described above and 
as shown on the attached one call schedule. 

The District serves the public interest by operating its water pipeline for transporting treated water, under 
pressure. Damage to or breakage of the pipeline may result in injury to persons and damage to property. This is 
cause for constant concern on your part. Your business is also in the public interest, and we desire to cooperate 
with you, requesting your help in using your knowledge and experience to prevent damage to the pipeline. The 
District consents to your crossing in consideration of your agreement, and subject to the following conditions: 

1 . Before commencing work on said Structure, you shall provide lM <&pe/hours written notice and consult 
with the District to discuss any issues associated with the crossing, and so that the District may have a 
representative present during the performance of the work. 

2. You agree to pay for any modifications to the District pipeline which may be required (e.g. lowering, 
concrete caps, etc.). You further agree to pay for all damage to District property and to indemnify, protect 
and save the District harmless from any and all claims, demands, actions, and causes of action of 

. whatsoever kind, for damage to or loss or destruction of property, loss of water, or for damage to or death of 
persons, caused by, or growing out of, or arising in connection with the construction, use, maintenance, 
removal or presence of the Structure, including indemnifying the District for any contamination, any clean- 
up or any environmental claims or actions resulting from your activities. 


3 Work done by or for you shall be performed in a workmanlike manner in accordance with good engineering 
standards, due regard being given to the nature and purpose of the District’s pipeline. You shall install such 
safety devices, and shall take such safety, protective, and precautionary measures, including protective 
devices, as required by governmental authority, or as the District shall reasonably require to protect the 
District’s property and for the safety and protection of persons and property. You must comply with all 
laws according to the ND Century Code 49.23-06. 

4. If you install said Structure above the District’s pipeline, whether above or below the surface of the ground, 
and if in connection with the District’s operations it becomes necessary for such Structure to be moved, 
lelocated, raised or lowered, then upon written request of the District, you shall promptly cause such work 
to be done at your sole expense, it being understood that the District shall make reasonable effort to cany on 
its operations in such manner as to obviate any such request. 

5. Trenches exposing the water pipeline can expose a maximum of 5 feet unless otherwise approved by the 
District. All crossings must be at a 90 degree angle unless otherwise approved by the District. A 
representative of the District must be present during digging and burying of pipe, [f bedding is disturbed, 
the water pipeline must be sand bedded when buried. The water pipeline may only be exposed for a 
maximum of: 48 hours (less if weather requires) unless otherwise approved by the District. All crossings 
must be a minimum of 2 feet below the water pipeline unless otherwise approved by the District. Work 
requiring attendance by District personnel supervision must be performed during normal working hours, 
Monday through Friday, 8 am to 5 pm or you will be billed hourly for District personnel to be on site with a 
minimum of 2 hours. No weekend or holiday work will be allowed without prior approval. 

6. Your company is liable for any representation that is misleading, proves to be untrue or is not fulfilled 

/. Any exceptions to any of the above conditions must be in writing and approved by the District. 

8 If the District’s lines are cut, all repairs will be paid for by the company and the water will be restored to the 
customers as soon as possible. If payments are not made, the District will pursue legal action. 

This is not a grant from the District to you of an easement or permission to enter said land. You must obtain 
such authority from the landowner. The purpose of this Crossing Permit is to witness the District’s consent to 
the Structure insofar as prior rights of the District are concerned. 

This Crossing Permit is submitted in duplicate. Please witness your agreement hereto by signing in the space 
provided below, and be a returning a fully signed copy to Williams Rural Water District. 

WILLIAMS RURAL WATER DISTRICT: 

Date: _ 

ACCEPTED ANDAGREED TO: 



L-L £ Address: frg> /YUm . X *1 


LeiflhLofWay^^ Phone#: J 


Address: 


J 

By: 


Phone #: 


Attached to and made part of Pipeline Crossing Permit Form 


CROSSING PERMIT SCHEDULE 

Crossing Party: Ot&ieAc f LLC 

Type of Structure: ALDaAp. oil pipplAo , 

Location of Crossing in Section:_ n Township: County: W? Ihgflas 

North Dakota. 

(Attach copy of One Call Ticket) 

Date of Crossing: 

Between Mile Posts: & of Section: _____ 

Township J^TS~ North. Range [Q [ West 

Map of location crossing MUST be attached. No Exceptions. 


■J'/ir 



Williams Rural Water District 
PO Box 1285 


5091 142 Ave NW 
WiIJiston, ND 58801 

Phone: 701-774-8915 Fax: 701-774-9708 


to: .jjgJio fa uctres, LLC 

uoo kkis£ Qm i 

It) b 


wrwa@nemont.net 


Date: 


(for)! 2^201^ 


CROSSING PERMIT 


Line 


a.rnc 


One Call Ticket #: 


Date of Crossing: 


Location — be specific: . K/Or^k sidh Sh A/lv^ 


County, ND 


To Whom It May Concern: 

Your company has asked Williams Rural Water District (“District”) for permission to cross its water pipeline 
and right of way with another structure or facility (“Structure”) at a location or locations as described above and 
as shown on the attached one call schedule. 


The District serves the public interest by operating its water pipeline for transporting treated water, under 
pressure. Damage to or breakage of the pipeline may result in injury to persons and damage to property. This is 
cause for constant concern on your part. Your business is also in the public interest, and we desire to cooperate 
with you, requesting your help in using your knowledge and experience to prevent damage to the pipeline. The 
District consents to your crossing in consideration of your agreement, and subject to the following conditions: 

1 . Before commencing work on said Structure, you shall provide dBjB/hours written notice and consult 

with the District to discuss any issues associated with the crossing, and so that the District may have a 
representative present during the performance of the work. 

2. You agree to pay for any modifications to the District pipeline which may be required (e.g. lowering, 
concrete caps, etc.). You further agree to pay for all damage to District property and to indemnify, protect 
and save the District harmless from any and all claims, demands, actions, and causes of action of 
whatsoever kind, for damage to or loss or destruction of property, loss of water, or for damage to or death of 
persons, caused by, or growing out of, or arising in connection with the construction, use, maintenance, 
removal or presence of the Structure, including indemnifying the District for any contamination, any clean- 
up or any environmental claims or actions resulting from your activities. 


3. Work done by or for you shall be performed in a workmanlike manner in accordance with good engineering 
standards, due regard being given to the nature and purpose of the District’s pipeline. You shall install such 
safety devices, and shall take such safety, protective, and precautionary measures, including protective 
devices, as required by governmental authority, or as the District shall reasonably require to protect the 
District's property and for the safety and protection of persons and property, You must comply with all 
laws according to the ND Century Code 49.23-06. 

4. It you install said Structure above the District's pipeline, whether above or below the surface of the ground, 
and if in connection with the District's operations it becomes necessary for such Structure to be moved, 
relocated, raised or lowered, then upon written request of the District, you shall promptly cause such work 
to be done at your sole expense, it being understood that the District shall make reasonable effort to carry on 
its operations in such manner as to obviate any such request. 

5. Trenches exposing the water pipeline can expose a maximum of 5 feet unless otherwise approved by the 
District. All crossings must be at a 90 degree angle unless otherwise approved by the District. A 
representative of the District must be present during digging and burying of pipe. If bedding is disturbed, 
the water pipeline must be sand bedded when buried. The water pipeline may only be exposed for a 
maximum of 48 hours (less if weather requires) unless otherwise approved by the District. All crossings 
must be a minimum of 2 feet below the water pipeline unless otherwise approved by the District. Work 
requiring attendance by District personnel supervision must be performed during normal working hours, 
Monday through Friday, 8 am to 5 pm or you will be billed hourly for District personnel to be on site with a 
minimum of 2 hours. No weekend or holiday work will be allowed without prior approval. 

6. Your company is liable for any representation that is misleading, proves to be untrue or is not fulfilled. 

7. Any exceptions to any of the above conditions must be in writing and approved by the District. 

d If the District's lines are cut, all repairs will be paid for by the company and the water will be restored to the 
customers as soon as possible. If payments are not made, the District will pursue legal action. 

This is not a grant from the District to you of an easement or permission to enter said land. You must obtain 

such authority from the landowner. The purpose of this Crossing Permit is to witness the District's consent to 

the Structure insofar as prior rights of the District are concerned. 

This Crossing Permit is submitted in duplicate. Please witness your agreement hereto by signing in the space 

provided below, and be a returning a fully signed copy to Williams Rural Water District. 

WILLIAMS RURAL WATER DISTRICT: 




ACCEPTED AND AGREED TO: 






Attached to and made part of Pipeline Crossing Permit. Form 


CROSSING PERMIT SCHEDTJT.F. 


Crossing Party: - ha.tnffi ( 2 gc £ ss . ILC , 

Type of Structure: ft, \ C _ (j &JL Q i / I.V j'fil h/)\0 , 

Location of Crossing in Section:_ /S~ Township: Isa _ County: 

North Dakota. 

(Attach copy of One Call Ticket) 

Date of Crossing: 

Between Mile Posts: & of Section: 

Township _North, Range j-Q j West 


h/tljMIhS 


Map of location crossing MUST be attached. No Exceptions. 


U2E 



Williams Rural Water District 
PO Box 1285 
5091 142 nd Ave NW 
Williston, ND 58801 

Phone: 701-774-8915 Fax: 701-774-9708 


wrwa@,nemont.net 

TO: hdTrfa fiteess LUL Date: flfri I 2ST, 20 Un 

i l/i/ass Chsj 

'Sis mr&L /06 'OZ 


CROSSING PERMIT 


Line 


Mil 


tCWri<> 


One Call Ticket #: 


Date of Crossings 


County, ND 


Location — be specific: ml )go± | soiAak £. ttrnki 

w&A 


To Whom It May Concern: 

Your company has asked Williams Rural Water District (“District”) for permission to cross its water pipeline 
and right of way with another structure or facility (“Structure”) at a location or locations as described above and 
as shown on the attached one call schedule. 

The District serves the public interest by operating its water pipeline for transporting treated water, under 
pressure. Damage to or breakage of the pipeline may result in injury to persons and damage to property. This is 
cause for constant concern on your part. Your business is also in the public interest, and we desire to cooperate 
with you, requesting your help in using your knowledge and experience to prevent damage to the pipeline. The 
District consents to your crossing in consideration of your agreement, and subject to the following conditions: 

1 . Before commencing work on said Structure, you shall provide 7Jj 4^»/hours written notice and consult 
with the District to discuss any issues associated with the crossing, and so that the District may have a 
representative present during the performance of the work. 

2. You agree to pay for any modifications to the District pipeline which may be required (e.g. lowering, 
concrete caps, etc.). You further agree to pay for all damage to District property and to indemnify, protect 
and save the District harmless from any and all claims, demands, actions, and causes of action of 

! whatsoever kind, for damage to or loss or destruction of property, loss of water, or for damage to or death of 
persons, caused by, or growing out of, or arising in connection with the construction, use, maintenance, 
removal or presence of the Structure, including indemnifying the District for any contamination, any clean- 
up or any environmental claims or actions resulting from your activities. 


3. Work done by or for you shall be performed in a workmanlike manner in accordance with good engineering 
standards, due regard being given to the nature and purpose of the District’s pipeline. You shall install such 
safety devices, and shall take such safety, protective, and precautionary measures, including protective 
devices, as required by governmental authority, or as the District shall reasonably require to protect the 
District s property and for the safety and protection of persons and property. You must comply with all 
laws according to the ND Century Code 49.23-06. 

4. If you install said Structure above the District’s pipeline, whether above or below the surface of the ground, 
and if in connection with the District’s operations it becomes necessary for such Structure to be moved, 
relocated, raised or lowered, then upon written request of the District, you shall promptly cause such work 
to be done at your sole expense, it being understood that the District shall make reasonable effort to cany on 
its operations in such manner as to obviate any such request. 

5. Trenches exposing the water pipeline can expose a maximum of 5 feet unless otherwise approved by the 
District. All crossings must be at a 90 degree angle unless otherwise approved by the District. A 
representative of the District must be present during digging and burying of pipe. If bedding is disturbed, 
the water pipeline must be sand bedded when buried. The water pipeline may only be exposed for a 
maximum of 48 hours (less if weather requires) unless otherwise approved by the District. All crossings 
must be a minimum of 2 feet below the water pipeline unless otherwise approved by the District. Work 
requiring attendance by District personnel supervision must be performed during normal working hours, 
Monday through Friday, 8 am to 5 pm or you will be billed hourly for District personnel to be on site with a 
minimum of 2 hours. No weekend or holiday work will be allowed without prior approval. 

6. Your company is liable for any representation that is misleading, proves to be untrue or is not fulfilled. 

7. Any exceptions to any of the above conditions must be in writing and approved by the District. 

d. If the District’s lines are cut, all repairs will be paid for by the company and the water will be restored to the 
customers as soon as possible. If payments are not made, the District will pursue legal action. 

This is not a grant from the District to you of an easement or permission to enter said land, You must obtain 
such authority from the landowner. The purpose of this Crossing Permit is to witness the District’s consent to 
the Structure insofar as prior rights of the District are concerned. 

This Crossing Permit is submitted in duplicate. Please witness your agreement hereto by signing in the space 
provided below, and be a returning a fully signed copy to Williams Rural Water District. 

WILLIAMS RURAL WATER DISTRICT: 


By: 


Date: 


ACCEPTED AND AGREED TO: 



Uo !■* - (Vc <’>v , LLC Address: 

j.qrtfj_Rl ght of Way ^f" Phone #: . Tll-W-Tm I 


Address: 


) 

By: 


Phone #: 


Attached to and made part of Pipeline Crossing Permit Form 


CROSSING PERMIT SCHEDULE 

Crossing Party: hfit/ykx L LC j 

T ype of Structure: __(LfUcl-P Oj_L j^EppLfJAjP , 

Location of Crossing in Section; / $ Township: ^ County: 

North Dakota. 

(Attach copy of One Call Ticket) 

Date of Crossing: _ ______ _ 

Between Mile Posts: _& of Section: 

Township / AS _North, Range J D2- West 

Map of location crossing MUST be attached. No Exceptions. 



Williams Rural Water District 
PO Box 1285 
5091 142 nd Ave NW 

i Williston, ND 58801 

Phone: 701-774-8915 Fax: 701-774-9708 
■v | wrwa@nemont.net 

TO: LMsk L lW.<S LL C Date: Opd [ <SS 

l Wo 1a hiss, Ovg J 

Tkfyiarrh. Mb 


CROSSING PERMIT 


Line 



One Call Ticket #: 


Location — be specific: 

prurah. 


Date of Crossing: 

6f\ tlh IK&h 

roll 


County, ND 



To Whom It May Concern: 

Your company has asked Williams Rural Water District (“District”) for permission to cross its water pipeline 
and right of way with another structure or facility (“Structure”) at a location or locations as described above and 
as shown on the attached one call schedule. 

The District serves the public interest by operating its water pipeline for transporting treated water, under 
pressure. Damage to or breakage of the pipeline may result in injury to persons and damage to property. This is 
cause for constant concern on your part. Your business is also in the public interest, and we desire to cooperate 
with you, requesting your help in using your knowledge and experience to prevent damage to the pipeline. The 
District consents to your crossing in consideration of your agreement, and subject to the following conditions: 

1 . Before commencing work on said Structure, you shall provide 7J4 daps/hours written notice and consult 
with the District to discuss any issues associated with the crossing, and so that the District may have a 
representative present during the performance of the work. 

2. You agree to pay for any modifications to the District pipeline which may be required (e.g. lowering, 
concrete caps, etc.). You further agree to pay for all damage to District property and to indemnify, protect 
and save the District harmless from any and all claims, demands, actions, and causes of action of 

j whatsoever kind, for damage to or loss or destruction of property, loss of water, or for damage to or death of 
persons, caused by, or growing out of, or arising in connection with the construction, use, maintenance, 
removal or presence of the Structure, including indemnifying the District for any contamination, any clean- 
up or any environmental claims or actions resulting from your activities. 


3. Work done by or for you shall be performed in a workmanlike manner in accordance with good engineering 
standards, due regard being given to the nature and purpose of the Distnct’s pipeline. You shall install such 
safety devices, and shall take such safety, protective, and precautionary measures, including protective 
devices, as required by governmental authority, or as the District shall reasonably require to protect the 
District s property and for the safety and protection of persons and property. You must comply with all 
laws according to the ND Century Code 49.23-06. 

4. If you install said Structure above the District’s pipeline, whether above or below the surface of the ground, 
and if in connection with the District’s operations it becomes necessary for such Structure to be moved, 
relocated, raised or lowered, then upon written request of the District, you shall promptly cause such work 
to be done at your sole expense, it oeing understood that the District shall make reasonable effort to carry on 
its operations in such manner as to obviate any such request. 

5. Trenches exposing the water pipeline can expose a maximum of 5 feet unless otherwise approved by the 
District. All crossings must be at a 90 degree angle unless otherwise approved by the District. A 
representative of the District must be present during digging and burying of pipe. If bedding is disturbed, 
the water pipeline must be sand bedded when buried. The water pipeline may only be exposed for a 
maximum of 48 hours (less if weather requires) unless otherwise approved by the District. All crossings 
must be a minimum of 2 feet below the water pipeline unless otherwise approved by the District. Work 
requiring attendance by District personnel supervision must be performed during normal working hours, 
Monday through Friday, 8 am to 5 pm or you will be billed hourly for District personnel to be on site with a 
minimum of 2 hours. No weekend or holiday work will be allowed without prior approval. 

6. Your company is liable for any representation that is misleading, proves to be untrue or is not fulfilled. 

/. Any exceptions to any of the above conditions must be in writing and approved by the District. 

d. If the District s lines are cut, all repairs will be paid for by the company and the water will be restored to the 
customers as soon as possible. If payments are not made, the District will pursue legal action. 

This is not a grant from the District to you of an easement or permission to enter said land. You must obtain 

such authority from the landowner. The purpose of this Crossing Permit is to witness the District’s consent to 

the Structure insofar as prior rights of the District are concerned. 

This Crossing Permit is submitted in duplicate. Please witness your agreement hereto by signing in the space 

provided below, and be a returning a fully signed copy to Williams Rural Water District. 

WILLIAMS RURAL WATER DISTRICT: 




ACCEPTED AND AGREED TO: 



m LL C Address: | QO ^ 

Right of Way Phone#: \ 


Address: 
Phone #: 


By: 



Attached to and made part of Pipeline Crossing Permit Form 


CROSSING PERMIT SCHEDULE 

Crossing Party: balcohx. (Jmss c LIJ?j 

Type of Structure: (If U d=£ \ pL/tpJ? 1 1 

Location of Crossing in Section; jt) Township: IS* 2 ) County: Wf I 1 I O VY \ £ 
North Dakota* 

(Attach copy of One Call Ticket) 

Date of Crossing: 

Between Mile Posts: & of Section: 

Township _North, Range West 

Map oj location crossing MUST be attached No Exceptions. 





Williams Rural Water District 
PO Box 1285 
5091 142 nd Ave NW 

i Williston, ND 58801 

Phone: 701-774-8915 Fax: 701-774-9708 
wrwa@nemont.net 

TO: Chl£S£. LLC Date: QtpCi l 2 'MU 

urn k/ms _Qm a 

T^hhyurt. k)b 

CROSSING PERMIT 

t 

Line Wl IharnS County. ND 

One Call Ticket _____ Date of Crossing; 

Location — be specific: A/ft zL£OSi^ld£j 


To Whom It May Concern: 

Your company has asked Williams Rural Water District (“District”) for permission to cross its water pipeline 
and right of way with another structure or facility (“Structure”) at a location or locations as described above and 
as shown on the attached one call schedule. 

The District serves the public interest by operating its water pipeline for transporting treated water, under 
pressure. Damage to or breakage of the pipeline may result in injury to persons and damage to property. This is 
cause for constant concern on your part. Your business is also in the public interest, and we desire to cooperate 
with you, requesting your help in using your knowledge and experience to prevent damage to the pipeline. The 
District consents to your crossing in consideration of your agreement, and subject to the following conditions: 

1 . Before commencing work on said Structure, you shall provide lM dS^s/hours written notice and consult 
with the District to discuss any issues associated with the crossing, and so that the District may have a 
representative present during the performance of the work. 

2. You agree to pay for any modifications to the District pipeline which may be required (e.g. lowering, 
concrete caps, etc.). You further agree to pay for all damage to District property and to indemnify, protect 
and save the District harmless from any and all claims, demands, actions, and causes of action of 

j whatsoever kind, for damage to or loss or destruction of property, loss of water, or for damage to or death of 
persons, caused by, or growing out of, or arising in connection with the construction, use, maintenance, 
removal or presence of the Structure, including indemnifying the District for any contamination, any clean- 
up or any environmental claims or actions resulting from your activities. 


3. Work done by or for you shall be performed in a workmanlike manner in accordance with good engineering 
standards, due regard being given to the nature and purpose of the District’s pipeline. You shall install such 
safety devices, and shall take such safety, protective, and precautionary measures, including protective 
devices, as required by governmental authority, or as the District shall reasonably require to protect the 
District s property and for the safety and protection of persons and property. You must comply with all 
laws according to the ND Century Code 49.23-06. 

4. It you install said Structure aoove the District’s pipeline, whether above or below the surface of the ground, 
and if in connection with the District’s operations it becomes necessary for such Structure to be moved, 
relocated, raised or lowered, then upon written request of the District, you shall promptly cause such work 
to be done at your sole expense, it being understood that the District shall make reasonable effort to carry on 
its operations in such maimer as to obviate any such request. 

' Trenches exposing the water pipeline can expose a maximum of 5 feet unless otherwise approved by the 
District. All crossings must be at a 90 degree angle unless otherwise approved by the District. A 
representative of the District must be present during digging and burying of pipe. If bedding is disturbed, 
the water pipeline must be sand bedded when buried. The water pipeline may only be exposed for a 
maximum of 48 hours (less if weather requires) unless otherwise approved by the District. All crossings 
must be a minimum of 2 feet below the water pipeline unless otherwise approved by the District. Work 
requiring attendance by District personnel supervision must be performed during normal working hours, 
Monday through Friday, 8 am to 5 pm or you will be billed hourly for District personnel to be on site with a 
minimum of 2 hours. No weekend or holiday work will be allowed without prior approval. 

6. Your company is liable for any representation that is misleading, proves to be untrue or is not fulfilled. 

7. Any exceptions to any of the above conditions must be in writing and approved by the District. 

6. If the District s lines are cut, all repairs will be paid for by the company and the water will be restored to the 
customers as soon as possible. If payments are not made, the District will pursue legal action. 

This is not a grant from the District to you of an easement or permission to enter said land. You must obtain 
such authority from the landowner. The purpose of this Crossing Permit is to witness the District’s consent to 
the Structure insofar as prior rights of the District are concerned. 

This Crossing Permit is submitted in duplicate. Please witness your agreement hereto by signing in the space 
provided below, and be a returning a fully signed copy to Williams Rural Water District. 

WILLIAMS RURAL WATER DISTRICT: 



Date: 




t \cr?4 , LL6 Address: 

iBhtof Way P iui ne #: J 


Address: 


) 

By: 



Phone #; 


Attached to and made part of Pipeline Crossing Permit Form 


CROSSING PERMIT SCHEDULE 


Crossing Party: hzhxia Ckiogsz LL.C 

Type of Structure: Q oil to/YLpom^ 

Location of Crossing in Section;^ 35" Township: 1S4 : : 


North Dakota. 

(Attach copy of One Call Ticket) 
Date of Crossing: ________ 

Between Mile Posts: & 


County: 


of Section: 


Township North, Rangc_ 162- _ West 


Map of location crossing MUST be attached. No Exceptions. 





Williams Rural Water District 
PO Box 1285 
5091 142 nd Ave NW 
Williston, ND 58801 

Phone: 701-774-8915 Fax: 701-774-9708 
wrwa@nemont.net 

to: j \a hik Qm^UJL pi* April 22t+2Qlk 

I Iflfl lAfms Av*o 

fksth&zL U) 5iM2> 

CROSSING PERMIT 

Line 

One Call Ticket #:_ 

Location - be specific: /W-^. f\/ 1 a/^ 


i 

di IMms 


County, ND 


Date of Crossing: 

lA/lsf S7 


To Whom It May Concern: 

Your company has asked Williams Rural Water District (“District”) for permission to cross its water pipeline 
and right of way with another structure or facility (“Structure”) at a location or locations as described above and 
as shown on the attached one call schedule. 

The District serves the public interest by operating its water pipeline for transporting treated water, under 
pressure. Damage to or breakage of the pipeline may result in injury to persons and damage to property. This is 
cause for constant concern on your part. Your business is also in the public interest, and we desire to cooperate 
with you, requesting your help in using your knowledge and experience to prevent damage to the pipeline. The 
District consents to your crossing in consideration of your agreement, and subject to the following conditions: 

1 . Before commencing work on said Structure, you shall provide 2-M <fefc$B/hours written notice and consult 
with the District to discuss any issues associated with the crossing, and so that the District may have a 
representative present during the performance of the work. 

2. You agree to pay for any modifications to the District pipeline which may be required (e.g. lowering, 
concrete caps, etc.). You further agree to pay for all damage to District property and to indemnify, protect 
and save the District harmless from any and all claims, demands, actions, and causes of action of 

j whatsoever kind, for damage to or loss or destruction of property, loss of water, or for damage to or death of 
persons, caused by, or growing out of, or arising in connection with the construction, use, maintenance, 
removal or presence of the Structure, including indemnifying the District for any contamination, any clean- 
up or any environmental claims or actions resulting from your activities. 


3. Work done by or for you shall be performed in a workmanlike manner in accordance with good engineering 
standards, due regard being given to the nature and purpose of the District’s pipeline. You shall install such 
safety devices, and shall take such safety, protective, and precautionary measures, including protective 
devices, as required by governmental authority, or as the District shall reasonably require to protect the 
District s property and for the safety and protection of persons and property. You must comply with all 
laws according to the ND Century Code 49.23-06. 

4. If you install said Structure above the District’s pipeline, whether above or below the surface of the ground, 
and if in connection with the District’s operations it becomes necessary for such Structure to be moved, 
relocated, raised or lowered, then upon written request of the District, you shall promptly cause such work 
to be done at your sole expense, it being understood that the District shall make reasonable effort to carry on 
its operations in such manner as to obviate any such request. 

5. Trenches exposing the water pipeline can expose a maximum of 5 feet unless otherwise approved by the 
District. All crossings must be at a 90 degree angle unless otherwise approved by the District. A 
representative of the District must be present during digging and burying of pipe. If bedding is disturbed, 
the water pipeline must be sand bedded when buried. The water pipeline may only be exposed for a 
maximum of 48 hours (less if weather requires) unless otherwise approved by the District. All crossings 
must be a minimum of 2 feet below the water pipeline unless otherwise approved by the District. Work 
requiring attendance by District personnel supervision must be performed during normal working hours, 
Monday through Friday, 8 am to 5 pm or you will be billed hourly for District personnel to be on site with a 
minimum of 2 hours. No weekend or holiday work will be allowed without prior approval. 

6. Your company is liable for any representation that is misleading, proves to be untrue or is not fulfilled 

7. Any exceptions to any of the above conditions must be in writing and approved by the District. 

6 . If the District s lines are cut, all repairs will be paid for by the company and the water will be restored to the 
customers as soon as possible. If payments are not made, the District will pursue legal action. 

This is not a giant from the District to you of an easement or permission to enter said land. You must obtain 
such authority from the landowner. The purpose of this Crossing Permit is to witness the District’s consent to 
the Structure insofar as prior rights of the District are concerned. 

This Crossing Permit is submitted in duplicate. Please witness your agreement hereto by signing in the space 
provided below, and be a returning a fully signed copy to Williams Rural Water District. 

WILLIAMS RURAL WATER DISTRICT: 





ACCEPTED AND A* 



Address: 

iaaiRtflfiLof Way ^ Phone #: ~ ^ j 


Address: 


) 

By: 


Phone #: 


Attached to and made part of Pipeline Crossing Permit Form 


CROSSING PERMIT SCHEDULE 

Crossing Party: hokobm. , L JJZ- 

Type of Structure: (Lrude olL pLft£&A£ . 

Location of Crossing in Section*^ J__ Townships County: W/ 7 / / C 

North Dakota. 

(Attach copy of One Call Ticket) 

Date of Crossing: 

Between Mile Posts: & of Section: 

Township ISS1 _North, Range 'Q' ( ~j West 


Map of location crossing MUST be attached. No Exceptions, 


Williams Rural Water District 
PO Box 1285 
5091 142 nd Ave NW 
Williston, ND 58801 

Phone: 701-774-8915 Fax: 701-774-9708 
wrwa@nemont.net 

to: biahk . icgy , LL(L Date: -Apn l 2 2 4 Ja lh 

npo u/iuss Am 


CROSSING PERMIT 

Line LMl tarns 

One Call Ticket #: ^ Date of Crossing:^ 

Location — be specific;_ <W#4Z ggskiJe. 


County, ND 


To Whom It May Concern: 


Your company has asked Williams Rural Water District (“District”) for permission to cross its water pipeline 
and right of way with another structure or facility (“Structure”) at a location or locations as described above and 
as shown on the attached one call schedule. 

The District serves the public interest by operating its water pipeline for transporting treated water, under 
pressure. Damage to or breakage of the pipeline may result in injury to persons and damage to property. This is 
cause for constant concern on your part. Your business is also in the public interest, and we desire to cooperate 
with you, requesting your help in using your knowledge and experience to prevent damage to the pipeline. The 
District consents to your crossing in consideration of your agreement, and subject to the following conditions: 

1 . Before commencing work on said Structure, you shall provide (ttoR/hours written notice and consult 

with the District to discuss any issues associated with the crossing, and so that the District may have a 
representative present during the performance of the work. 

2. You agree to pay for any modifications to the District pipeline which may be required (e.g. lowering, 
concrete caps, etc.). You further agree to pay for all damage to District property and to indemnify, protect 
and save the District harmless from any and all claims, demands, actions, and causes of action of 

i whatsoever kind, for damage to or loss or destruction of property, loss of water, or for damage to or death of 
persons, caused by, or growing out of, or arising in connection with the construction, use, maintenance, 
removal or presence of the Structure, including indemnifying the District for any contamination, any clean- 
up or any environmental claims or actions resulting from your activities. 


3. Work done by or for you shall be performed in a workmanlike manner in accordance with good engineering 
standards, due regard being given to the nature and purpose of the District’s pipeline. You shall install such 
safety devices, and shall take such safety, protective, and precautionary measures, including protective 
devices, as required by governmental authority, or as the District shall reasonably require to protect the 
District’s property and for the safety and protection of persons and property. You must comply with all 
laws according to the ND Century Code 49.23-06. 

4. If you install said Structure above the District’s pipeline, whether above or below the surface of the ground, 
and if in connection with the District’s operations it becomes necessary for such Structure to be moved, 
relocated, raised or lowered, then upon written request of the District, you shall promptly cause such work 
to be done at your sole expense, it being understood that the District shall make reasonable effort to cany on 
its operations in such manner as to obviate any such request. 

5. Trenches exposing the water pipeline can expose a maximum of 5 feet unless otherwise approved by the 
District. All crossings must be at a 90 degree angle unless otherwise approved by the District. A 
representative of the District must be present during digging and burying of pipe. If bedding is disturbed, 
the water pipeline must be sand bedded when buried. The water pipeline may only be exposed for a 
maximum of 48 hours (less if weather requires) unless otherwise approved by the District. All crossings 
must be a minimum of 2 feet below the water pipeline unless otherwise approved by the District. Work 
requiring attendance by District personnel supervision must be performed during normal working hours, 
Monday through Friday, 8 am to 5 pm or you will be billed hourly for District personnel to be on site with a 
minimum of 2 hours. No weekend or holiday work will be allowed without prior approval. 

6. Y our company is liable for any representation that is misleading, proves to be untrue or is not fulfilled. 

7. Any exceptions to any of the above conditions must be in writing and approved by the District. 

6. If the District’s lines are cut, all repairs will be paid for by the company and the water will be restored to the 
customers as soon as possible. If payments are not made, the District will pursue legal action. 

This is not a grant from the District to you of an easement or permission to enter said land, You must obtain 

such authority from the landowner. The purpose of this Crossing Permit is to witness the District’s consent to 

the Structure insofar as prior rights of the District are concerned. 

This Crossing Permit is submitted in duplicate. Please witness your agreement hereto by signing in the space 

provided below, and be a returning a fully signed copy to Williams Rural Water District. 

WILLIAMS RURAL WATER DISTRICT: 

By ; _ Date: 


ACCEPTED AND AGREED TO: 



Wo l-g- fi t .c ep4_. LL£ Address: \\co nru.-n. v *) oo v 


nd-aruLBiflhi of Way ^ Phone#: ll> Z^J j 


J 

By: 


Address: 


Phone #: 


Attached to and made part of Pipel ine Crossing Permit Form 


CROSSING PERMIT SCHEDULE 

Crossing Party: hatch- (Accuse, LUT 

Type of Structure: _ Qf'ud-Z o\ I fsApe.lwfj 

Location of Crossing in Section: / Township: / County: bJl H fQ)y) 

North Dakota. 

(Attach copy of One Call Ticket) 

Date of Crossing: 

Between Mile Posts: & of Section: 

Township l 5 S’ North, Range West 

Map of location crossing MUST be attached. No Exceptions. 




TO: 


Williams Rural Water District 
PO Box 1285 
5091 142 nd Ave NW 
Williston, ND 58801 

Phone: 701-774-8915 Fax: 701-774-9708 


Qaosg. _ 

. ‘11(90 \klSS hj , 

TC SimnL Mb 5KS03 


wrwa@nemont.net 


Date: 


i 


CROSSING PERMIT 


Line 



County, ND 


One Call Ticket #: Date of Crossing: 

Location — be specific:_ 12.4^ firvc /2~5"^ Art*. 


To Whom It May Concern: 


Your company has asked Williams Rural Water District (“District”) for permission to cross its water pipeline 
and right of way with another structure or facility (“Structure”) at a location or locations as described above and 
as shown on the attached one call schedule. 

The District serves the public interest by operating its water pipeline for transporting treated water, under 
pressure. Damage to or breakage of the pipeline may result in injury to persons and damage to property. This is 
cause for constant concern on your part. Your business is also in the public interest, and we desire to cooperate 
with you, requesting your help in using your knowledge and experience to prevent damage to the pipeline. The 
District consents to your crossing in consideration of your agreement, and subject to the following conditions: 

1 . Before commencing work on said Structure, you shall provide lM (fc^e/hours written notice and consult 
with the District to discuss any issues associated with the crossing, and so that the District may have a 
representative present during the performance of the work. 

2. You agree to pay for any modifications to the District pipeline which may be required (e.g. lowering, 
concrete caps, etc.). You further agree to pay for all damage to District property and to indemnify, protect 
and save the District harmless from any and all claims, demands, actions, and causes of action of 

i whatsoever kind, for damage to or loss or destruction of property, loss of water, or for damage to or death of 
persons, caused by, or growing out of, or arising in connection with the construction, use, maintenance, 
removal or presence of the Structure, including indemnifying the District for any contamination, any clean- 
up or any environmental claims or actions resulting from your activities. 


j Work done by or for you shall be performed in a workmanlike manner in accordance with good engineering 
standards, due regard being given to the nature and purpose of the District’s pipeline. You shall install such 
safety devices, and shall take such safety, protective, and precautionary measures, including protective 
devices, as required by governmental authority, or as the District shall reasonably require to protect the 
District s property and for the safety and protection of persons and property. You must comply with all 
laws according to the ND Century Code 49.23-06. 

4. If you install said Structure above the District’s pipeline, whether above or below the surface of the ground, 
and if in connection with the District’s operations it becomes necessary for such Structure to be moved, 
telocated, raised or lowered, then upon written request of the District, you shall promptly cause such work 
to be done at your sole expense, it being understood that the District shall make reasonable effort to cany on 
its operations in such manner as to obviate any such request. 

5. Trenches exposing the water pipeline can expose a maximum of 5 feet unless otherwise approved by the 
District. All crossings must be at a 90 degree angle unless otherwise approved by the District. A 
representative of the District must be present during digging and burying of pipe. If bedding is disturbed, 
the water pipeline must be sand bedded when buried. The water pipeline may only be exposed for a 
maximum of 48 hours (less if weather requires) unless otherwise approved by the District. All crossings 
must be a minimum of 2 feet below the water pipeline unless otherwise approved by the District. Work 
requiring attendance by District personnel supervision must be performed during normal working hours, 
Monday through Friday, 8 am to 5 pm or you will be billed hourly for District personnel to be on site with a 
minimum of 2 hours. No weekend or holiday work will be allowed without prior approval. 

6. Your company is liable for any representation that is misleading, proves to be untrue or is not fulfilled. 

7. Any exceptions to any of the above conditions must be in writing and approved by the District. 

o. If the District’s lines are cut, all repairs will be paid for by the company and the water will be restored to the 
customers as soon as possible. If payments are not made, the District will pursue legal action. 

This is not a grant from the District to you ol an easement or permission to enter said land. You must obtain 
such authority from the landowner. The purpose of this Crossing Permit is to witness the District’s consent to 
the Structure insofar as prior rights of the District are concerned, 

This Crossing Permit is submitted in duplicate. Please witness your agreement hereto by signing in the space 
provided below, and be a returning a fully signed copy to Williams Rural Water District. 

WILLIAMS RURAL WATER DISTRICT: 


ACCEPT 


By: 




By: 





Phone #: 



Attached to and made part of Pipeline Crossing Permit Form 


CROSSING PERMIT SCHEDULE 


Crossing Party: 




Type of Structure: _ Oxu de^-Qil 

2^ Township: 2 


Location of Crossing in Section: 
North Dakota. 

(Attach copy of One Call Ticket) 
Date of Crossing: . 


Between Mile Posts: 


& 


of Section: 


Township j/-$ North. Range_ West 


County: 


: yilhams 


Map of location crossing MUST be attached. No Exceptions. 


126th Av* 



lZ^ k -+ / 2 5 ^ 





Williams Rural Water District 
PO Box 1285 
5091 142 nd Ave NW 
Williston, ND 58801 

Phone: 701-774-8915 Fax: 701-774-9708 
wrwa@nemont.net 

TO: Dofafo- Gate ss, LLC, Date: Q nr 'll 

l iQo CRm . 

fiklmrrk Nb 

CROSSING PERMIT 

l iA Ikm < County, ND 

Date of Crossing: 

af> ms^ hvp, 


Line 


One Call Ticket #: 


Location - be specific: 


To Whom It May Concern: 

Your company has asked Williams Rural Water District (“District”) for permission to cross its water pipeline 
and right of way with another structure or facility (“Structure”) at a location or locations as described above and 
as shown on the attached one call schedule. 

The District serves the public interest by operating its water pipeline for transporting treated water, under 
pressure. Damage to or breakage of the pipeline may result in injury to persons and damage to property. This is 
cause for constant concern on your part. Your business is also in the public interest, and we desire to cooperate 
with you, requesting your help in using your knowledge and experience to prevent damage to the pipeline. The 
District consents to your crossing in consideration of your agreement, and subject to the following conditions: 

1 . Before commencing work on said Structure, you shall provide 2-^1 d^s/hours written notice and consult 
with the District to discuss any issues associated with the crossing, and so that the District may have a 
representative present during the performance of the work. 

2. You agree to pay for any modifications to the District pipeline which may be required (e.g. lowering, 
concrete caps, etc.). You further agree to pay for all damage to District property and to indemnify, protect 
and save the District harmless from any and all claims, demands, actions, and causes of action of 

i whatsoever kind, for damage to or loss or destruction of property, loss of water, or for damage to or death of 
persons, caused by, or growing out of, or arising in connection with the construction, use, maintenance, 
removal or presence of the Structure, including indemnifying the District for any contamination, any clean- 
up or any environmental claims or actions resulting from your activities, 


3. Work done by or for you shall be performed in a workmanlike manner in accordance with good engineering 
standards, due regard being given to the nature and purpose of the District’s pipeline. You shall install such 
safety devices, and shall take such safety, protective, and precautionary measures, including protective 
devices, as required by governmental authority, or as the District shall reasonably require to protect the 
District’s property and for the safety and protection of persons and property. You must comply with all 
laws according to the ND Century Code 49.23-06. 

4. If you install said Structure above the District’s pipeline, whether above or below the surface of the ground, 
and if in connection with the District’s operations it becomes necessary for such Structure to be moved, 
relocated, raised or lowered, then upon written request of the District, you shall promptly cause such work 
to be done at your sole expense, it being understood that the District shall make reasonable effort to carry on 
its operations in such manner as to obviate any such request. 

5. Trenches exposing the water pipeline can expose a maximum of 5 feet unless otherwise approved by the 
District. All crossings must be at a 90 degree angle unless otherwise approved by the District. A 
representative of the District must be present during digging and burying of pipe. If bedding is disturbed, 
the water pipeline must be sand bedded when buried. The water pipeline may only be exposed for a 
maximum ol 48 hours (less if weather requires) unless otherwise approved by the District. All crossings 
must be a minimum ot 2 feet below the water pipeline unless otherwise approved by the District. Work 
requiring attendance by District personnel supervision must be performed during normal working hours, 
Monday through Friday, 8 am to 5 pm or you will be billed hourly for District personnel to be on site with a 
minimum of 2 hours. No weekend or holiday work will be allowed without prior approval. 

6. Your company is liable for any representation that is misleading, proves to be untrue or is not fulfilled. 

7. Any exceptions to any of the above conditions must be in writing and approved by the District. 

8. If the District’s lines are cut, all repairs will be paid for by the company and the water will be restored to the 
customers as soon as possible. If payments are not made, the District will pursue legal action. 

This is not a grant from the District to you of an easement or permission to enter said land. You must obtain 
such authority from the landowner. The purpose of this Crossing Permit is to witness the District’s consent to 
the Structure insofar as prior rights of the District are concerned. 

This Crossing Permit is submitted in duplicate. Please witness your agreement hereto by signing in the space 
provided below, and be a returning a fully signed copy to Williams Rural Water District. 

WILLIAMS RURAL WATER DISTRICT: 





Wo ^ L-L C. Address: ^ ^ 

^an^RIght of Way ^ Phone #: 


J 

By: 


Address: 
Phone #: 


Attached to and made part of Pipeline Crossing Permit Form 


CROSSING PERMIT SCHF.DUT.F. 

Crossing Party: _ hdM (kofssi LLC 

Type of Structure: OXlJjj'Q $_!_[ pLppItA'Q 

Location of Crossing in Section: .3 Township: / ssr County: k£llimi£ 

North Dakota. 

(Attach copy of One Call Ticket) 

Date of Crossing: 

Between Mile Posts: of Section: . 

Township /5T North, Range Of L West 

Map of location crossing MUST be attached. No Exceptions. 









Williams Rural Water District 
PO Box 1285 
5091 142 nd Ave NW 
Williston, ND 58801 

Phone: 701-774-8915 Fax: 701-774-9708 
wrwa@nemont.net 

TO: A otakk Q.P££S< , / LCL Date: April 2kj_ 1D\ L, 

lUPO bJsKC Av-P , 

hkmauh M 5R££3 


CROSSING PERMIT 


Line 

One Call Ticket #: 

Location — be specific: 


Wllham* 

____ Date of Crossing: 

£ld& c£ I2 Jq!± 


County, ND 


To Whom It May Concern: 

Your company has asked Williams Rural Water District (“District”) for permission to cross its water pipeline 
and right of way with another structure or facility (“Structure”) at a location or locations as described above and 
as shown on the attached one call schedule. 

The District serves the public interest by operating its water pipeline for transporting treated water, under 
pressure. Damage to or breakage of the pipeline may result in injury to persons and damage to property. This is 
cause for constant concern on your part. Your business is also in the public interest, and we desire to cooperate 
with you, requesting your help in using your knowledge and experience to prevent damage to the pipeline. The 
District consents to your crossing in consideration of your agreement, and subject to the following conditions: 

1 . Before commencing work on said Structure, you shall provide 2M da^e/hours written notice and consult 
with the District to discuss any issues associated with the crossing, and so that the District may have a 
representative present during the performance of the work. 

2. You agree to pay for any modifications to the District pipeline which may be required (e.g. lowering, 
concrete caps, etc.). You further agree to pay for all damage to District property and to indemnify, protect 
and save the District harmless from any and all claims, demands, actions, and causes of action of 

j whatsoever kind, for damage to or loss or destruction of property, loss of water, or for damage to or death of 
persons, caused by, or growing out of, or arising in connection with the construction, use, maintenance, 
removal or presence of the Structure, including indemnifying the District for any contamination, any clean- 
up or any environmental claims or actions resulting from your activities. 


3. Work done by or for you shall be performed in a workmanlike manner in accordance with good engineering 
standards, due regard being given to the nature and purpose of the District’s pipeline. You shall install such 
safety devices, and shall take such safety, protective, and precautionary measures, including protective 
devices, as required by governmental authority, or as the District shall reasonably require to protect the 
District’s property and for the safety and protection of persons and property. You must comply with all 
laws according to the ND Century Code 49.23-06. 

4. If you install said Structure above the District’s pipeline, whether above or below the surface of the ground, 
and if in connection with the District’s operations it becomes necessary for such Structure to be moved, 
relocated, raised or lowered, then upon written request of the District, you shall promptly cause such work 
to be done at your sole expense, it being understood that the District shall make reasonable effort to carry on 
its operations in such manner as to obviate any such request. 

5. Trenches exposing the water pipeline can expose a maximum of 5 feet unless otherwise approved by the 
District. All crossings must be at a 90 degree angle unless otherwise approved by the District. A 
representative of the District must be present during digging and burying of pipe. If bedding is disturbed, 
the water pipeline must be sand bedded when buried. The water pipeline may only be exposed for a 
maximum of 48 hours (less if weather requires) unless otherwise approved by the District. All crossings 
must be a minimum of 2 feet below the water pipeline unless otherwise approved by the District. Work 
requiring attendance by District personnel supervision must be performed during normal working hours, 
Monday through Friday, 8 am to 5 pm or you will be billed hourly for District personnel to be on site with a 
minimum of 2 hours. No weekend or holiday work will be allowed without prior approval. 

6, Your company is liable for any representation that is misleading, proves to be untrue or is not fulfilled 

7 . Any exceptions to any of the above conditions must be in writing and approved by the District. 

d If the District’s lines are cut, all repairs will be paid for by the company and the water will be restored to the 
customers as soon as possible. If payments are not made, the District will pursue legal action. 

This is not a grant from the District to you of an easement or permission to enter said land, You must obtain 
such authority from the landowner. The purpose of this Crossing Permit is to witness the District’s consent to 
the Structure insofar as prior rights of the District are concerned. 

This Crossing Permit is submitted in duplicate. Please witness your agreement hereto by signing in the space 
provided below, and be a returning a fully signed copy to Williams Rural Water District. 

WILLIAMS RURAL WATER DISTRICT: 




ACCEPTED AND AGREED TO: 


) 

By: 



Ht-fO-S . L-LC Address: ^ 

l^R^ofWay^ Phone #; . rtivn 8rt- ri<s a I 


Address: 
Phone #: 



Attached to and made part of Pipeline Crossing Permit Form 


CROSSING PERMIT SCHEDULE 

Crossing Party: __ LLC^ 

Type of Structure; _ dn m&£ til pjpeJui£^ 

Location of Crossing in Section: Township; IS£1 County: Wiliam i 

North Dakota. 

(Attach copy of One Call Ticket) 

Date of Crossing: ^ 

Between Mile Posts: & of Section: 

Township / North, Range Ql West 

Map of location crossing MUST be attached. No Exceptions. 





TO: Jkbk: Qmss LLL 

IMP Wu££ /W 

rKi'^niXrrh, 10b GMD3 


Williams Rural Water District 
PO Box 1285 
5091 142 nd Ave NW 
Williston, ND 58801 

Phone: 701-774-8915 Fax: 701-774-9708 
wrwa@nemont.net 


Date:_ Jfr!/ 2S,2r)l/ r 


CROSSING PERMIT 


Line 



One Call Ticket #:_ 

Location - be specific: 


MTf Q&n oT 


Date of Crossing: 

oJ& n 


County, ND 


To Whom It May Concern: 

Your company has asked Williams Rural Water District (“District”) for permission to cross its water pipeline 
and right of way with another structure or facility (“Structure”) at a location or locations as described above and 
as shown on the attached one call schedule. 

The District serves the public interest by operating its water pipeline for transporting treated water, under 
pressure. Damage to or breakage of the pipeline may result in injury to persons and damage to property. This is 
cause for constant concern on your part. Your business is also in the public interest, and we desire to cooperate 
with you, requesting your help in using your knowledge and experience to prevent damage to the pipeline. The 
District consents to your crossing in consideration of your agreement, and subject to the following conditions: 

1 . Before commencing work on said Structure, you shall provide 2-^ (hje/hours written notice and consult 
with the District to discuss any issues associated with the crossing, and so that the District may have a 
representative present during the performance of the work. 

2. You agree to pay for any modifications to the District pipeline which may be required (e.g. lowering, 
concrete caps, etc.). You further agree to pay for all damage to District property and to indemnify, protect 
and save the District harmless from any and all claims, demands, actions, and causes of action of 

i whatsoever kind, for damage to or loss or destruction of property, loss of water, or for damage to or death of 
•' persons, caused by, or growing out of, or arising in connection with the construction, use, maintenance, 
removal or presence of the Structure, including indemnifying the District for any contamination, any clean- 
up or any environmental claims or actions resulting from your activities. 


3 Work done by or for you shall be performed in a workmanlike manner in accordance with good engineering 
standards, due regard being given to the nature and purpose of the District’s pipeline. You shall install such 
safety devices, and shall take such safety, protective, and precautionary measures, including protective 
devices, as required by governmental authority, or as the District shall reasonably require to protect the 
District’s property and for the safety and protection of persons and property. You must comply with all 
laws according to the ND Century Code 49.23-06. 

4. If you install said Structure above the District’s pipeline, whether above or below the surface of the ground, 
and if in connection with the District’s operations it becomes necessary for such Structure to be moved, 
relocated, laised or lowered, then upon written request of the District, you shall promptly cause such work 
to be done at your sole expense, it being understood that the District shall make reasonable effort to cany on 
its operations in such manner as to obviate any such request. 

5. Trenches exposing the water pipeline can expose a maximum of 5 feet unless otherwise approved by the 
District. All crossings must be at a 90 degree angle unless otherwise approved by the District. A 
representative of the District must be present during digging and burying of pipe. If bedding is disturbed, 
the water pipeline must be sand bedded when buried. The water pipeline may only be exposed for a 
maximum of 48 hours (less if weather requires) unless otherwise approved by the District. All crossings 
must be a minimum of 2 feet below the water pipeline unless otherwise approved by the District. Work 
requiring attendance by District personnel supervision must be performed during normal working hours, 
Monday through Friday, 8 am to 5 pm or you will be billed hourly for District personnel to be on site with a 
minimum of 2 hours. No weekend or holiday work will be allowed without prior approval. 

6. Your company is liable for any representation that is misleading, proves to be untrue or is not fulfilled. 

7. Any exceptions to any of the above conditions must be in writing and approved by the District. 

8. If the District s lines are cut, all repairs will be paid for by the company and the water will be restored to the 
customers as soon as possible. If payments are not made, the District will pursue legal action. 

This is not a grant from the District to you of an easement or permission to enter said land. You must obtain 
such authority from the landowner. The purpose of this Crossing Permit is to witness the District’s consent to 
the Structure insofar as prior rights of the District are concerned. 

This Crossing Permit is submitted in duplicate. Please witness your agreement hereto by signing in the space 
provided below, and be a returning a fully signed copy to Williams Rural Water District. 

WILLIAMS RURAL WATER DISTRICT: 



Date: _ 



U? 1-L . Address: K pc /yu., v 

i-aadBi^of Way^ Phone #: ^ \ \ - H ) 


By: 


Address: 
Phone #: 



Attached to and made part of Pipeline Crossing Permit Form 


CROSSING PERMIT SCHEDULE 

Crossing Party: _ /Vr 

Type of Structure: fifi Q_ / [ jDijllQ _ 

Location of Crossing in Section: IA. Township: / S' S' tff County: \jf I U_[Q /}[ C 

North Dakota. 

(Attach copy of One Call Ticket) 

Date of Crossing: ___ ___ 

Between Mile Posts: & of Section: . 

Township ASS _North, Range / DO West 

Map of location crossing MUST be attached. No Exceptions. 




Williams Rural Water District 
PO Box 1285 
5091 142 nd Ave NW 
Williston, ND 58801 

Phone: 701-774-8915 Fax: 701-774-9708 



■dfe rmuL Vh MSM 


CROSSING PERMIT 


Line 



County, ND 


One Call Ticket #:_ Date of Crossing: 

Location — be specific:_ Nbr4Ksi.gU>; MS 2 L 


To Whom It May Concern: 

Your company has asked Williams Rural Water District (“District”) for permission to cross its water pipeline 
and right of way with another structure or facility (“Structure”) at a location or locations as described above and 
as shown on the attached one call schedule. 

The District serves the public interest by operating its water pipeline for transporting treated water, under 
pressure. Damage to or breakage of the pipeline may result in injury to persons and damage to property. This is 
cause for constant concern on your part. Your business is also in the public interest, and we desire to cooperate 
with you, requesting your help in using your knowledge and experience to prevent damage to the pipeline. The 
District consents to your crossing in consideration of your agreement, and subject to the following conditions: 

1 . Before commencing work on said Structure, you shall provide 2-M dS^e/hours written notice and consult 
with the District to discuss any issues associated with the crossing, and so that the District may have a 
representative present during the performance of the work. 

2. You agree to pay for any modifications to the District pipeline which may be required (e.g. lowering, 
concrete caps, etc.). You further agree to pay for all damage to District property and to indemnify, protect 
and save the District harmless from any and all claims, demands, actions, and causes of action of 

i whatsoever kind, for damage to or loss or destruction of property, loss of water, or for damage to or death of 
persons, caused by, or growing out of, or arising in connection with the construction, use, maintenance, 
removal or presence of the Structure, including indemnifying the District for any contamination, any clean- 
up or any environmental claims or actions resulting from your activities. 


3. Work done by or for you shall be performed in a workmanlike maimer in accordance with good engineering 
standards, due regard being given to the nature and purpose of the District’s pipeline. You shall install such 
safety devices, and shall take such safety, protective, and precautionary measures, including protective 
devices, as required by governmental authority, or as the District shall reasonably require to protect the 
District’s property and for the safety and protection of persons and property. You must comply with all 
laws according to the ND Century Code 49.23-06. 

4. If you install said Structure above the District’s pipeline, whether above or below the surface of the ground, 
and if in connection with the District s operations it becomes necessary for such Structure to be moved, 
relocated, raised or lowered, then upon written request of the District, you shall promptly cause such work 
to be done at your sole expense, it being understood that the District shall make reasonable effort to carry on 
its operations in such manner as to obviate any such request. 

5. Trenches exposing the water pipeline can expose a maximum of 5 feet unless otherwise approved by the 
District. All crossings must be at a 90 degree angle unless otherwise approved by the District. A 
representative of the District must be present during digging and burying of pipe. If bedding is disturbed, 
the water pipeline must be sand bedded when buried. The water pipeline may only be exposed for a 
maximum of 48 hours (less if weather requires) unless otherwise approved by the District. All crossings 
must be a minimum of 2 feet below the water pipeline unless otherwise approved by the District. Work 
requiring attendance by District personnel supervision must be performed during normal working hours, 
Monday through Friday, 8 am to 5 pm or you will be billed hourly for District personnel to be on site with a 
minimum of 2 hours. No weekend or holiday work will be allowed without prior approval. 

6. Your company is liable for any representation that is misleading, proves to be untrue or is not fulfilled 

7. Any exceptions to any of the above conditions must be in writing and approved by the District. 

8. If the District’s lines are cut, all repairs will be paid for by the company and the water will be restored to the 
customers as soon as possible. If payments are not made, the District will pursue legal action. 

This is not a grant from the District to you of an easement or permission to enter said land. You must obtain 
such authority from the landowner. The purpose of this Crossing Permit is to witness the District’s consent to 
the Structure insofar as prior rights of the District are concerned. 

This Crossing Permit is submitted in duplicate. Please witness your agreement hereto by signing in the space 
provided below, and be a returning a fully signed copy to Williams Rural Water District. 

WILLIAMS RURAL WATER DISTRICT: 



Date: 




Company/Ownerofpipeline^Q^Uo (\ueyi_. U- C Address: 1 \eo , M 




Rlflhtof Way ^ Phone#: ^ j 1 


J 


Address: 


By: 


Phone #: 


Attached to and made part of Pipeline Crossing Permit Form 


CROSSING PERMIT SCHEDULF, 

Crossing Party: bahrfn. Qj&px si LLC, 

Type of Structure: __ LC (4CU Qj 1 f 0 !Y\ /YUlU ______ 

Location of Crossing in Section: 22 Township: / Lj~ County: m/w 

North Dakota. 

(Attach copy of One Call Ticket) 

Date of Crossing: 

Between Mile Posts: & of Section: 

Township /S~4 - _North, Range jD 2- West 

Map of location crossing MUST be attached No Exceptions. 






Williams Rural Water District 
PO Box 1285 
5091 142 nd Ave NW 

) Williston, ND 58801 

Phone: 701-774-8915 Fax: 701-774-9708 
wrwa@nemont.net 

TO: (QorfS? LL C Date: f}pr]} 

non Wj?iss- (hlR 

" Bf^rvYxrrL MN ES£D3 


CROSSING PERMIT 


Line 



One Call Ticket #: 

Location — be specific: 


Date of Crossing: 

SoUrH^Sl^g , o£_ as 


County, ND 


To Whom It May Concern: 

Your company has asked Williams Rural Water District (“District”) for permission to cross its water pipeline 
and right of way with another structure or facility (“Structure”) at a location or locations as described above and 
as shown on the attached one call schedule. 

The District serves the public interest by operating its water pipeline for transporting treated water, under 
pressure. Damage to or breakage of the pipeline may result in injury to persons and damage to property. This is 
cause for constant concern on your part. Your business is also in the public interest, and we desire to cooperate 
with you, requesting your help in using your knowledge and experience to prevent damage to the pipeline. The 
District consents to your crossing in consideration of your agreement, and subject to the following conditions: 

1 . Before commencing work on said Structure, you shall provide 7M **s/hours written notice and consult 
with the District to discuss any issues associated with the crossing, and so that the District may have a 
representative present during the performance of the work. 

2. You agree to pay for any modifications to the District pipeline which may be required (e.g. lowering, 
concrete caps, etc.). You further agree to pay for all damage to District property and to indemnify, protect 
and save the District harmless from any and all claims, demands, actions, and causes of action of 

, what soever kind, for damage to or loss or destruction of property, loss of water, or for damage to or death of 
persons, caused by, or growing out of, or arising in connection with the construction, use, maintenance, 
removal or presence of the S tructure, including indemnifying the District for any contamination, any clean- 
up or any environmental claims or actions resulting from your activities. 


3. Work done by or for you shall be performed in a workmanlike manner in accordance with good engineering 
standards, due regard being given to the nature and purpose of the District's pipeline. You shall install such 
safety devices, and shall take such safety, protective, and precautionary measures, including protective 
devices, as required by governmental authority, or as the District shall reasonably require to protect the 
Distiict s property and for the safety and protection of persons and property. You must comply with all 
laws according to the ND Century Code 49.23-06. 

4. If you install said Structure above the District’s pipeline, whether above or below the surface of the ground, 
and if in connection with the District’s operations it becomes necessary for such Structure to be moved, 
relocated, raised or lowered, then upon written request of the District, you shall promptly cause such work 
to be done at your sole expense, it being understood that the District shall make reasonable effort to cany on 
its operations in such manner as to obviate any such request. 

5. Trenches exposing tne water pipeline can expose a maximum of 5 feet unless otherwise approved by the 
District. All crossings must be at a 90 degree angle unless otherwise approved by the District. A 
representative of the District must be present during digging and burying of pipe. If bedding is disturbed, 
the water pipeline must be sand bedded when buried. The water pipeline may only be exposed for a 
maximum of 48 hours (less if weather requires) unless otherwise approved by the District. All crossings 
must be a minimum of 2 feet below the water pipeline unless otherwise approved by the District. Work 
requiring attendance by District personnel supervision must be performed during normal working hours, 
Monday through Friday, 8 am to 5 pm or you will be billed hourly for District personnel to be on site with a 
minimum of 2 hours. No weekend or holiday work will be allowed without prior approval. 

6. Your company is liable for any representation that is misleading, proves to be untrue or is not fulfilled. 

7. Any exceptions to any of the above conditions must be in writing and approved by the District. 

8. If the District s lines are cut, all repairs will be paid for by the company and the water will be restored to the 
customers as soon as possible. If payments are not made, the District will pursue legal action. 

This is not a grant from the District to you of an easement or permission to enter said land. You must obtain 
such authority from the landowner. The purpose of this Crossing Permit is to witness the District’s consent to 
the Structure insofar as prior rights of the District are concerned. 

This Crossing Permit is submitted in duplicate. Please witness your agreement hereto by signing in the space 
provided below, and be a returning a fully signed copy to Williams Rural Water District. 

WILLIAMS RURAL WATER DISTRICT: 




ACCEPTED AND AGREED TO: 



ft HO* . LLC 

Address* 

Way ^ Phone #: j 


Address: 


By: 



Phone #: 


Attached to and made part of Pipeline Crossing Permit Form 


CROSSING PERMIT SCHEDULE 

Crossing Party; bahyhx ZlWxc LL c , 

Type of Structure; JLmdi /n't I pifinllho , 

Location of Crossing in Section; _g?7_ Township: _ /g^/~ County: _|V? 

North Dakota. 

(Attach copy of One Call Ticket) 

Date of Crossing: _______ 

Between Mile Posts: & of Section: 

Township /g~4- _North, Range / 0 2- West 

Map of location crossing MUST be attached. No Exceptions. 





